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SUBJECT: WATER RESOURCES TRADE MISSION 

t. PER RECENT JACKMAN/HEARN CONVERSATIONS AMMAN, FOLLOWING IS 
LIST PARTICIPANTS WATER RESOURCES TRADE MISSION SCHEDULED VISIT 
KUWAIT, QATAR, AND SAUDI ARABIA MARCH 31 APRIL 16: BECKMAN 
INSTRUMENTS (WATER AND AIR QUALITY INSTRUMENTATION, POWER PLANT 
WATER MANAGEMENT SYSTEMS, CONTINUOUS MEASUREMENT 
INSTRUMENTATION); ENVIROTECH CORP. (INDUSTRIAL AND MUNICIPAL 
WASTE WATER TREATMENT, CLARIFIERS AND THICKENERS, SLUDGE 
PROCESSING AND RECLAMATION EQUIPMENT, COMPLETE EQUIPMENT FOR 
WATER AND WASTEWATER TREATMENT, RECLAMATION, AND REUSE); 

FMC EXPORT CORPORATION (CENTRIFUGAL PUMPS, VERTICAL AND 
HORIZONTAL); IRRIGATION AND INDUSTRIAL DEVELOPMENT CORPORATION 
(SPRINKLER IRRIGATION SYSTEMS, PUMPS, LINESHAFT DEEPWELL, 
SUBMERSIBLES, SELF-PRIMING PUMPS, INDUSTRIAL PUMPS); JONES 
AND FELLERS ARCHITECTS, ENGINEERS, AND PLANNERS, INC. 

(ENGINEERING, ARCHITECTURAL, AND PLANNING SERVICES FOR WATER 
PLANTS, SEWERAGE TREATMENT AND DISPOSAL); THE KULJIAN CORPORATION 
(CONSULTING ENGINEERS, DESIGNERS, CONSTRUCTORS OF POWER 
PLANTS, WATER AND SEWAGE WORKS, CHEMICAL PLANTS, AND REFINERIES); 
MCCRACKEN CONCRETE PIPE COMPANY (PIPE-MAKING EQUIPMENT FOR 
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SEWERS, HIGHWAY CONSTRUCTION, AND LOW PRESSURE IRRIGATION 
SYSTEMS); MID-CONTINENT ENGINEERING CORPORATION (PREFABRICATED 
PUMPING STATIONS FOR POTABLE WATER, SALT WATER, OIL, PETRO- 
CHEMICALS, AND SEWAGE); POLYMETRICS, INC. (REVERSE OSMOSIS 
WATER PURIFICATION EQUIPMENT TO PROVIDE POTABLE WATER FROM 
BRACKISH AND SALINE WATER SOURCES, CAPACITY RANGING 1,000 TO 
1 MILLION GALLONS PER DAY); STANLEY CONSULTANTS, INC. 

(CONSULTING ENGINEERING AND ARCHITECTURAL SERVICES); WESTINGHOUSE 
ELECTRIC CORPORATION, POWER SYSTEMS PROJECT DIVISION (CON- 
STRUCTS POWER GENERATION/DESALINIZATION PROJECTS, TOTAL/ 

TURNKEY). 

2. IF POST FEELS MARKET PROSPECTS JORDAN WARRANT INDIVIDUAL 
VISITS JORDAN OF ANY MISSION MEMBERS AFTER CONCLUSION MISSION, 
PLEASE INDICATE FIRMS AND PROVIDE MARKET DATA FOR PRESENTATION 
TO MISSION MEMBERS. REQUEST RESPONSE BY MARCH 15. KISSINGER 
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